First  Evangelical  United  Brethren  Church  of  -Milbank, 
South  Dakota.  The  congregation,  organized  in  1898, 
dedicated  this  structure  on  Feb.  14,  1954.  It  is  1  1 0  by 
61  feet  and  has  a  seating  capacity  of  450  persons. 
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